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IFO. REPORT NO. 


ae  <Attmehed is a chart showing the locations of the mines in the Jachymov ' 
(N51/K60) area and the electrical net supplying them. 


a, lwubera on the chart are keyed as follows: 


1) Vvsek Mine (di igeings) 

2) Edward Mise 

3) Yealesi Mine, transformer station of 400 KVA 

4) Refinery for reclamation of processed cre 

=} Dam which blocks the stream and supplies water for the refinery 

6) Hlias WMine, 800 KVA transformer, replaced by Z20QQ0KVA transformer 

v3 Reyuost Mine, 1000 KVA transformer replaced by 2400 KVA transformer 

S$} Svornest lane, 1000 KVA traxsformer replaced by 200 KVA transformer 

3) Josef Wing 

49} Tvansformer station (being enlarged) which supplies current for another 

veelaration project of point "Y°. on the chart 

1) Marie Antonie diggings 
12} Kegld Stola diggings 

13} Mines Directorate Building, formerly a tobacco factory 

14) Bratretwi Mine 
LS) 0 Ponerhouse 
14) Transforuar station used for research q 
i7) dene V Suche Mine 
48) Yeansformer station for Suche Mine 


19} “Beal Pomoes, an abandoned mine 
20) Uotel Redium Palace 


i 


» Mines Located south of ar al are supplied with current by a 20 RV link from 
Walkney (Talkenau « N31/P48) - Prebus (51/40) and by a 10 KV link from Nove 
Badie IN51AT4A) - Mariasorg (51/60), 


3, Uires leceted east of Jaehymov are supplied by a 10 KV line which runs along 
she Geochoslovak border fron the transformer station at Vejprty (Weipert - 
HS, {72). This station, in tum, is supplied by a 30 KV line from Snnaberg 
INST /R73}, Gernany, 


L,  & Line cermyring 100 KV, running fron Ostrov (Schlackenverth-N51/K70) to 
‘fyueov wu Hoste (NSI/¥21), ie scheduled to be completed in the spring of 1950. 
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ROVNOST 


ROZVOD VN V JACHYMOVE 
SITUACNI PLAN 


MERITKO: 1: 10000 
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NYNEJSI SIT - 22 kV ZR. 1920-24 


—-~----- PROJEWTOVANA SIT - 22 KY 
e515 2CE - 10K 
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